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Public  reporting  burden  for  the  collection  of  information  is  estimated  to  average  1  hour  per  response,  including  the  time  for  reviewing  instructions,  searching  existing  data  sources,  gathering  and 
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VA  22202-4302.  Respondents  should  be  aware  that  notwithstanding  any  other  provision  of  law,  no  person  shall  be  subject  to  a  penalty  for  failing  to  comply  with  a  collection  of  information  if  it 
does  not  display  a  currently  valid  OMB  control  number. 
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ON-GOING  ACTIONS 


Coatings 


Stowage 


Oil/lube  select  parts. 

Anodize,  Chrome,  and  Black  Oxide  (et.al.) 
Substrate  Prep  and  CARC  paint. 
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Climate  controlled  storage  (limited). 
Weather  resistant  (rain,  uv)  stowage. 
Right  Material  -  Right  Time 
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Outside  Storage 
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B409  Renovation 


PARTS  ST3RAGE  SHED 


Components  pass  through  'dirty'  processes  multiple  times  prior  to  paint 


Single  Piece  Flow  (Degrease  -  Stripping  -  Blasting  -  CARC  Coating) 
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Wheeled  Vehicle  Re-set  Facility 


Automated  Dehydration  Prep  Area  CARC  Application  Flash-Off  Oven  De-mask  and  Anti- 


Planned  Future  Actions 


Planned  Future  Actions  Continued 


Challenges 


Challenges  Continued 
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Communication 


Receiving  information  from  the  customer  on 
corrosion  issues  in  the  field. 

Internal  communication  on  what  changes  and 
initiatives  are  being  made  at  ANAD. 
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